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rfhe_  i, lay  or,  Aldermen  and  Councillors  of  the 
Borough  of  Aldeburgh.  ' ~ 

Mr.  Mayor, 

Aldermen,  Ladies  and  Gentlemen, 

I present  herewith  my  annual  report  for  the 
year  1962  dealing  with  the  general  health  of  the 
population  of  the  Borough  and  with  such  matters  as  may 
have  a hearing  on  the  health  of  the  community. 

I would  like  to  thank  the  Council  and  Officers 
for  their  help  and  co-operation  during  the  year. 

I am. 

Your  obedient  Servant, 

C.  H.  IMRE 

Medical  Officer  of  Health. 
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population 


The  Registrar  General’s  estimate  of  the  population  of 
the  Borough  for  Mid  1962  was  2,920  persons.  This  figure  shows  a 
small  increase  over  the  previous  year,  hut  is  rather  lower  than 
the  estimates  for  1959  and  1960. 

It  would  appear  from  the  figures  for  the  past  few  years 
that  a static  period  has  been  reached  in  the  population  growth. 
This,  coupled  with  the  fact-  that  there  is  an  excess  of  deaths 
over  births  suggests  that  unless  immigration  takes  place  the 
population  of  the  Borough  will  tend  to  fall. 


Births 

Live  births  numbered  47  with  a small  preponderance  of 
male  infants.  This  total  number  included  8 illegitimate  births 
which  is  roughly  a proportion  of  one  in  every  six  live  births. 

It  is  pleasing  to  report  that  there  were  no  Still  Birth 
in  1962.  This  suggests  that  the  prenatal  care  of  expectant 
mothers  is  of  an  adequate  standard. 


Deaths 


The  total  number  of  deaths  registered  in  Aldeburgh  in 
1962  was  54  which  is  a slight  increase  over  the  previous  year. 
The  main  causes  of  death  were  diseases  of  the  heart  and 
circulation,  with  35  notifications,  which  is  a considerable 
increase  over  the  previous  year,  and  malignant  disease  with  8 
notifications.  This  latter  figure  is  considerably  lower  than 
that  for  1961.  There  were  no  deaths  caused  by  infectious 
diseases  or  associated  with  pregnancy  and  it  is  interesting  to 
record  that  for  the  second  year  in  succession  there  wore  no 
Infantile  Deaths  (under  1 year). 

Taken  over  all  the  pattern  of  causes  of  death  has 
followed  fairly  closely  that  set  by  previous  years. 


Notifiable  Diseases 


During  the  year  only  two  notifications  of  infectious 
diseases  were  received.  while  this,  no  doubt,  indicates  that 
the  year  was  particularly  free  from  infectious  disease  , I cannot 
avoid  a feeling  that  a total  of  2 cannot  represent  the  full 
picture  and  that  at  least  some  cases  have,  for  one  reason  or 
another,  escaped  notification. 
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U ith  regard,  to  Tuberculosis  one  new  case  was  notified 
and  three  were  removed  from  the  register  during  the  year.  By 
the  end  of  the  year  the  total  number  of  cases  on  the  register  had 
fallen  to  8. 


Housing 

It  Yirould  seem  that  the  housing  problem  has  become  a 
built-in,  integral  part  of  our  national  economy.  It  is  of 
course  more  acute  in  some  areas  then  in  others  but  there  is 
scarcely  an  authority  whether  large  or  small  which  does  not  have 
a Y/aiting  list  for  accommodation  and  many  of  the  applicants  have 
been  waiting  hopefully  for  years. 

In  Aldeburgh  the  waiting  list  in  1962  totalled. 57  and 
some  consideration  was  given  to  the  resumption  of  a building 
programme.  The  Central  Electricity  Generating  Authority  which 
is  responsible  for  the  staff  of  the  Sizewell  Nuclear  Pov/er  btation 
has  indicated  that  housing  accommodation  will  be  required  by  them 
in  the  year  1964/65. 

For  these  reasons  the  Council  are  seeking  planning 
permission  to  develop  some  7-g-  acres  for  housing  purposes. 

In  previous  reports  I have  drawn  attention  to  the 
urgent  need  for  special  accommodation  for  old  people,  vino  for  a 
variety  of  reasons  are  not  ideally  suited  by  the  normal  Council 
House  which- in  most  cases  is  much  too  large  for  their  needs. 

A site  on  High  Street  was  purchased  by  the  Council  with 
the  purpose  of  erecting  a block  of  16  flats  'with  accommodation 
for  a Warden,  This  project  should  fill  a great  need. 


Sewage  Disposal 

During  the  year  some  1,270  yards  of  6"  and  9“  sewers 
were  completed  and  6 properties  which  had  previously  been  on 
cesspool  drainage  were  connected.  The  major  portion  of  this 
project  should  come  into  service  when  the  main  Sewage  Disposal 
Scheme  matures. 

It  is  a considerable  number  of  years  since  the 
modernisation  of  the  sewage  disposal  system  .for  Aldeburgh  was 
first  mooted,  and  several  schemes  have  been  proposed,  but  for 
various  reasons  they  have  all  run  into  difficulties  and  have  been 
abandoned  or  at  least  remained  in  a state  of  suspended  animation. 

As  Medical  Officer,  of  Health,  I cannot  view  with  any 
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degree  of  complacency  the  long  delay  which  has  taken  place  over 
the  provision  of  an  up-to-date  disposal  system.  The  old  sewage 
works  is  long  out  of  date  and  is  virtually  ineffective  in  its 
action.  It  is  overloaded  far  beyond  its  capacity  and  does  not 
appear  to  be  susceptible  of  improvement. 

bo  far  I am  glad  to  say  that  there  do  not  appear  to 
have  been  any  adverse  effects  on  health,  but  I feel  most-  strongly 
that  we  cannot  go  on  trusting  to  good  fortune  indefinitely.  it 
is  my  sincere  hope,  therefore,  that  in  the  near  future  a workable 
scheme  will  be  undertaken  and  carried  to  completion. 


Water  Supply 

Ho  changes  were  made  in  the  sources  of  supply  during 
the  year,  water  of  excellent  quality  being  extracted  from  the 
coralline  crag  layer  by  feeders  to  a pumping  well.  Extraction 
is  by  means  of  a triple  ram  pump  at  a nominal  rate  of  18,000 
gallons  per  hour,  delivering  to  a high  level  storage  tank  of 
55,000  gallons  capacity. 

Extraction  totalled  51  million  gallons,  giving  an 
average  of  140,000  gallons  per  day.  The  peak  week  again 
occurred  during  June  with  an  average  daily  consumption  of  268,000 
gallons,  falling  during  the  winter  period  to  109,000  gallons  per 
day  . 


During  June  and  July  the  pumping  level  of  water  in  the 
pumping  we 1 1 was  depressed  and  a prohibition  on  the  use  of 
hosepipes  was  imposed  for  fourteen  days. 


jz.  failure  of  the  switch  gear  to  the  major 
in  September,  necessitating  the  use  of  the  stand-by 
for  several  days,  and  despite  the  output  being  only 
gallons  per  hour,  a satisfactory  supply  to  the  town 
ma inta ined . 


pump  occurred 
pumping  set 
1 0,000 
was 


In  order  to  improve  the  supply  to  dwellings  standing  on 
higher  ground  to  the  north-west  of  the  town  during  periods  of  high 
demand,  a small  booster  station,  housing  a 2"  centrifugal  pump 
with  3 h.p.  motor  was  established  in  Leiston  Road.  The  output 
of  the  pump  is  3,360  gallons  per  hour  at  70  feet  head,  and  proved 
adequate  for  the  purpose.  The  use  of  the  station  was  normally 
limited  to  approximately  5 hours  per  day  during  the  peak  demand 
period .. 

Ho  extensions  to  mains  were  carried  out  during  the  year*. 
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GENERAL  STATISTICS 


Area  of  Borough  2,679  acres. 

Rateable  Value  ... £48,672. 

Product  of  Id . Rate  £197  . 

VIl'AL  statistics 
Summary  Covering  Five  Years 


Population 


irth  Rate  per 
,000  Population 


till  Birth  Rate  per 
,000  Population 


Death  Rate  per 
1,000  Population 


1962 

1961 

2,920 

2,900 

16.1 

18.9 

(47) 

(55) 

0.3 

— 

(1) 

18  .5 

16  .5 

(54) 

(48) 

S 


Infantile  Death  Rate 
per  1,000  live  births 


1960 

1959 

195  8 

3 ,03  0 

3 ,010 

2,820 

.14.4 

(43) 

25  .9 
(78) 

20.6 

(58) 

0.7 

(2) 

— 

18.1 

(55) 

14.6 

(44) 

12  .5 
(35) 

69.8 

(3) 

12  ,8 
a) 

17.3 

(1) 

1 


i 


Figures  in  brackets  are  the 
actual  number  of  relevant 
births  or  death. 
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iviALL 

FBI  ALB 

TOTAL 

1 

BIRTHS 

Legitimate 

22 

17 

59 

Illegitimate 

3 

5 

8 

8. 

STILL  BIRTHS 

Legitimate 

— 

... 

Illegitimate 

— 

— 

— 

3 • 

ALL  DaaT HS 

27 

27 

54 

4.  ■ 

li'iYhhi' JLL  _ DEATHS 

- 

- 

5'. 

DEATHS  A Bo  OC  lAiHD 

HUH-  GHILDB IRTE 

>- 

— 

— 

COMPARABILITY 

For  the  purpose  of  statistical  comparison  with  other 
districts  of  different  sizes  and  composition,  the  Registrar 
General  supplies  a factor  which  when  applied  to  our  Birth  and 
Death  Rates  gives  the  following  results 


Birth  Rate  Aide burgh  per  1,000  population  ..  16.6 

England  & "Tales  per  1,000 

population  ..  . «> . 18.0 

Death  Rate  Aldeburgh  per  1,000  population  ..  14.6 

Lngland  & Wales  per  1,000 

population  ..  ...  11.9 
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PLATT 

.8  BY  CAUSES 

CO 

o> 

o 

1961 

1962 

! 

■ • 

. 

Male 

Female 

- - 

Total 

to  9 . 

Infectious  and 
Parasitic.  Diseases 

1 — 

, 

10. 

Ma  1 igna  nt-  Ne  opla  sm  , 

■'I'""'  - 

Stomach 

1 

1 

- 

- 

- 

11  . 

Ma  1 igna  nt  No  opla  sm , 
Lung  Bronchus 

• 3 

- -3 

1 

_ 

1 

12. 

Ma  1 i g na  n t-  Neoplasm, 
Breast 

, 

1 

1 

1 

13  . 

Ma  1 ignant-  Ne  opla  sm , 
Uterus 

1 

1 

. 

, 

14. 

Othe r . Mai igna  nt  a nd 
Lymphs tic  Ne opl asm s ' 

8 

8 

4 

2 

6 

15  . 

Leukaemia,  Aleukaemia 

i __ 

— 

- ” 

- 

16  . 

Diabetes. 

- 

2 

- 

- 

17. 

Vascular  Lesions  of 
Nervous  System 

9 

6 

6 

6 

12 

18 

Coronary  Diseases, 
Angina 

'■-10- 

8 

9 

6 

15 

CO 

o 

Hypertension  with 
Heart  Disease 

8 

7 

1 

3 

4 

21  . 

Other  Circulatory 
Disea  se  s 

4 

1 

2 

2 

4 

~ 22-. 

Influenza 

- 

2 

— 

— 

— 

23  . 

Pneumonia 

3 

- -2.  ... 

— 

3 

3 

24. 

Bronchitis 

— 

— 

2 

— 

2 

25  r- 

Other  Diseases  of 
Re  s p ir a t ory  by  s i e m 

i 

• 

26  . 

Ulcer  of  Stomach  and 
Duodenum 

! 2 

2 

1 

- 

1 

27. 

Gastritis  Enteritis 
and  Diarrhoea 

• 

1 

28. 

Nephritis  and 
Nephrosis 

, 

_ 

! 

; 

29. 

Hyperplasia  of 
Prostate 

i 

! 2 

_ 

30. 

Pregnancy,  Childbirth 
and  Abortion 

, 

_ 

~~  i 

- 31.. 

Congenital  Malformations 

1 



- 

- 

32  . 

Other  defined  and  ill 

j 

defined  diseases 

2 

3 

1 

1 

2 

. 33  . 

Mo  tor  Vehicle  nc  c ide nt  s 

- 

— 

34. 

nil  other  Accidents 

1- 

_ 

3 

3 

35  . 

Suicide 

— 

— 

. 

[ 

- i 

-36  . 

Homicide  and  actions 
of  war 

j ■ 

-■! 

! 

I 

l 

i 

I 

Total 

- 9 

r 

55 

1 ... 

48 

=d 

27 

— —H 

27 

. - 

I 

54 

1— i 
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Monthly  Incidence 
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Ph 
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pq 
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ZD 
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Pi 

o 

g 

B 

I'M 


pq  co 

> H 
M 9-1 
9-i  M 
O 9h 

pq  <*; 

B B 
B pq 

H pq 


FEBRUARY  ! 


vRCK 


.PRIL 


MuY 


JUNE 


JULY 


- — - 4-. 


xJJGUST 

1 1 • 1 j 

, : ; .1  . i 

! 1 1 

SEPTEMBER 

1 

i i 

| 

! ; 

OCT  OBER 
NOVEMBER 


! 

i 

i 

i 

1 

1 j 

i 

1 

1 

t ^ * 

1 '1 

1 

1 

i 1 

DECEMBER 


Total 


..  — r- 

1962  ; 1 - 

K—  1 

• 

i 



l 

. 

- — 

1 

! 

t— — — — 

— 

\ 

1 

2 

i 

— 

1961  3 j - 

: i 

• • l 1 

|_  4 

i 3 
j 

...  - 

4 

1 

• 

r r ,r  r r ■“  r 

4 

15 

i 

I960  87  ! 2 . ~ 

; 1 

- . j.  ..  . — > j „ >.J — -- 

!• 

, 

5 ' 4 

--■-I-.  . .. 

' 1 

4 

| 

2 1 2 

106 

- 10 


mge  Distribution 


[Under  1-2 

! 1 ; 

5-4  j 5-9 

'■  ! 

1 0-1415  -1920-295  0-3  9|40-49l0v  er 

: I : 1 150 

Total; 

| 

• 

Lea  sle s 

* 

i 

i 

. ' 

i 

. . . 

' ; 1 j | . 

i I : j 

; 

: E - ’ _J 

i 

1 1 

Dysentery 

\ 

i 

i 

! ! L 1 1 . f 

• j i ' ! 

; j t i 

1 ! : ! 1 1 
! 1 - J . • !•  ■ __L  ' 

Food 

Poisoning 

! 

: 1 

j : 

; 

• 

. | 1 i 

I j - ■ ■ i 

; - i . i _ . 

1 

j 

•Infective 

Hepatitis 

i ! 

r i i 

! ! 

i > t 

j ! i 

L 

1 

ixCute  Primary 
Pneumonia 

! 

t 

; _L  „ 

t;  j 

i ! i 

! j 

TUBERCULOSIS 


Males  Females  Total 

Pulmonary  Non-  Pulmonary  Non- 

Pulmonary  Pulmonary 


Number  of  cases  on 
Register  at  1st  January , 
1962. 

..... 

; 

3 

— 

6 

1 

10  { 

Numb e r of  cases  notified 
under  tire  Regulations  for 
the  first  time . 

■ 

j- : 1. 

i | 

i | 

i 

Number  of  cases  restored  to 
Register  after  being 
removed.  ( 

: 

i 

, 

j 

Number  of  cases  added  to 
Register  o t he  rw i s e t ha  n 
by  notification 

. . 

j 

| 

! 

' 

Number  of  cases  removed 
from  Register  during  year 

i 

i 

- 

1 

| 1 

3 j 

Numb e r of  cases  remaining 
on  Register  at  31st 
December,  1962. 

t 

i 

2 ; 

- 

5 

j 

1 

r i 

1 | 

8 

1 • 
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No,  of  new  Council  Houses  completed  during  the  year  Nil 

No.  of  Council  Houses  occupied  at  31.12.62  140 

No.  of  units  of  acc omiiioda tion  requisitioned  at  31.12.62  Nil 
No.  of  private  houses  completed  during  the  year  13 

total  No.  units  of  accommodation  within  the  Borough  1,220 

Nov  of  houses'  inspected  22 

No.  unsatisfactory  22 

No,  rendered  fit  by  informal  action  18 

Abatement  Notices  served  Nil 

No.  of  Demolition  Orders  secured  Nil 

No.  of  dwellings  included  in  Clearance  Orders  Nil 

No.  of  dwellings  demolished  Nil 

No*  of  Improvement  Grants  - Discretionary  11 

No.  of  Inprovement-  Grants  - Standard  4 


WhfER,  , SUPPLY 

BxxCTERIOLOGIC^L  DX^MINhf  ION  REPORT  - R,J / 7/nIER  FROM  'WELL 

Water  taken  from  shallow  Well,  sample  taken  from  No.  1 Sump, 
.xldeburgh  Waterworks . 

Date  and  hour  of  collection  of  sample  ....  27*11.62  09.15  hrs . 
Date  and  hour  of  arrival  of  sample  27.11.62  15.15  hrs. 


Probable  numbers  of  Coliform  Bacilli  per  100  ml 0. 

(Sgd ) J . isk  • D XhON , 

M.O.  i/c  P.H.  Laboratory. 


Bx-XTERIOLOGIODL  EX^MIihhlON  RE  PORI  - V/ThCER  FROM  iVk*INS  SUPPLY 

Via  ter  from  mains  supply  from  tap  at  18  Fairfield  Road,  ^ldeburgh. 

Date  and  hour  of  collection  of  sample  ....  27.11.62  09.00  hrs. 
Date  and  hour  of  arrival  of  sample  27.11.62  15  .15  hrs. 

Probable  numbers  of  Coliform  Bacilli  per  100  ml 0. 

(Sgd)  J.  i..  DIXON, 

M.O.  i/c  P.H.  Laboratory. 
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CHEMICAL  ANALYSIS  OP  WATER 


Sample'" takers  ftfoih  ............  No.  1 Sump,  Aldeburgh  Waterworks 

Date  received.  9th  August,  1961. 

Appearance  ........... Clear;  trace  deposit. 

Nature  of  deposit  Iron  c ornponds , organic  and 

vegetable  matter. 

Colour  Nil  . 

Odour  Nil  . 

Taste  Satisfactory  . 

Reaction  Neutral  pH  7.1. 


RESULTS  OP  QgEMICAL  ANALYSIS  IN  PARTS  PER  MILLION 


Ammonia  cal  nitrogen  

Album  ini  od  nitrogen  . . . 

Nitrate  nitrogen  

Nitrite  nitrogen  

Chlorine  as  chlorides  

Oxygen  absorbed  (4hr.  27°C)  ........ 

Hardness  as  CaC03 

Total  

Carbonate  (temporary),  .............. 

Non-Carbonate  (permanent ) .......... 

Alkalinity  as  CaC03  

Free  Carbon-  Dioxide  . 

Total  solids  at  180°  ................ 

Iron  Total  ..............  . 

Metals  in  solution  other  than  iron  - 


negligible  trace 
0.05 
7 .5 
Nil 
124 
0.15 

335 
2 00 
145 
v • 200 

31 
615 
0.10 

absent 


OPINION  - --  " " 

• This  water  is  of  very  organic  quality  and  the  analysis 
.as  a whole  shows. ..no-  sign  of  pollution.  ~ The  salinity  of  the 
water  is  known  to  be  variable,  and  on  this  occasion  there  is  a 
slight  fall  as  compared  with  the  last  sample.  There  is  a 
corresponding  slight  fall  in  the  total  hardness  and  in  the  total 
dissolved  solids.  A trace  of  iron  is  present,  but  the  amount 
on  this  occasion  is  almost  negligible.  .In  our  opinion  this 
•water  is  suitable  for  drinking  and  general  purposes. 

for  Lincoln,  Sutton  & Wood 
(Sgd ) E.  C.  WOOD, 
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FaCT  OR  jLba  XiClS } 

1937  TO  195  9 

0 

Prescribed  Particulars  on  the  Administration 
of  the  Factories  Act,  1937. 

Number 

Number ■ of 

Premises 

on 

inspections  ! 

Written 

Notice© 

Occupiers  | 
Prosecuted  i 

a) 

(2).  - 



(3) 

(4) 

(5) 

(i)  Factories,  in-  which 
Sections'  1 , 2,  3 , 4 
and  6 are  to  be 
enforced  by  Local 

. 

, ’ 

' 

. 

A 

' ' . . 

. l 

. ' . . ■ ! 
. j 

' 

i 

! 

1 

Authorities 

' 4 

4 , ■ 

- 

. — j 

(ii)  Factories  not  included 
in  (i)  in  which. 
Section  7 is 
enforced  by  the  Local 

* " 

• 

' 

l 

i 

1 

i 

Authority 

;(iii)  Other  Premises  in 
which  Section  7 is 
enforced  by  the  Local 
Authority (excluding 

12'  . 

. 12 

■ 

i 

M 

i 

outworke r s 1 premises) 

| 

19 

36 

i 

' 

i Totals  | 35  | 52- 

- 

- 

Numbe r of  cases  in  which  defects 
we  re  f ound  . 


particulars  found  1 RomodioclT 


(l) 


Number' of 
cases  in 
which 
prosecutions; 


Referred 

[To  E.M.  .By  H.M. 

. . ! Inspector  I Inspector1:  were 

; i 1 instituted, 

(2)  : (3).  ■!  (4)  (5  ) (6) 

! 


Ineffective  drainage  of 
floors  (S.6) 

Sanitary  Conveniences 
(3*7) 

(a)  Insufficient 

(b)  Unsuitable  or 
defective 

(c)  Not  separate  for 
sexes 

Other  offences  against 
the  he t (not  including 
offences  relating  to 
Out -Work) 

Totals 


1 


14 


J br 


NATIONAL  ASSISTANCE  ACT. 


Section  47  - No  action  required. 
PREVENTION  OE  DAMAGE  BY  PESTS  ACT. 


premises  where  treatments  were  carried  out 

Dwellinghouses  - 94 

Other  Premises  - 3 


-i’OOD 


PREMISES  . 


Number  of  Fo od  Premi ses  by  type  of  business 


Grocers 

12 

Ice  Cream 

Dairies 

2 

Butchers 

Licensed  Premises 

17 

Pried  and  Wet  Pish 

Bakers 

2 

Greengrocers 

Swe  e t s o the  r tha  n 

Cafes 

grocers  3 


14 


Number  of  Pood  Premises  Registered  under  Section  16 
c-f  the  Food  and  Drugs  Act,  1955  . 


Ice  Cream  Dealers  14  Sausage  Manufacturers  3 


No.  of  Inspections  of  Registered  Premises  18 
No.  found  unsatisfactory  4 
No.  rendered  satisfactory  1 


~ 15 


to  to  to  ^ 


